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ABSTRACT 


Aim: The purpose of the study was to evaluate the combined effectiveness of lower limb mirror therapy and motor imagery on 
gait in stroke patients. 


Methods: A total number of 38 patients were recruited for the study. They were divided into two groups: Group A (n=19) and 
Group B (n=19). Group A was given motor imagery and conventional rehabilitation while Group B was given lower limb mirror 
therapy, motor imagery, and conventional rehabilitation. The interventions were given for 2weeks (Sdays/week). The values of 
Dynamic Gait Index (DGI) and Lower limb component of Fugl Meyer Assessment (FMA-LE) were taken both at baseline and 
after 2 weeks of intervention. 


Result: Both Group A and Group B showed significant improvements in DGI and FMA-LE after 2 weeks of intervention (p 
value<0.001). The comparison of DGI difference between the two groups did not show a statistically significant difference (p 
value=0.09). Also, comparison of FMA-LE difference between the two groups did not show a statistically significant difference 
(p value=0.412) 


Conclusion: Based on the above results it can be concluded that the combination of mirror therapy with motor imagery is 
equally effective as motor imagery alone in improving gait and function in stroke patients. 
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INTRODUCTION retic stiff-legged gait. The deviations include decreased gait 
speed, decreased cadence, decreased stride length, increased 
step width and increased time spent in double limb support 


compared to healthy adults 5 


According to WHO, stroke is defined as ‘rapidly developing 
clinical signs of focal (or global) disturbance of cerebral func- 
tion, lasting more than 24 hours or leading to death, with no 


apparent cause other than the vascular origin". It is one of 
the leading causes of disability in India, the prevalence being 
84-262/100000 in rural and 334-424/100000 in urban areas”), 


It is estimated that nearly 80% of stroke patients have an 
upper limb or lower limb functional deficit". The inability 
to walk properly due to lower limb impairment is a major 
problem confronted by many stroke patients “1. 


The common abnormal gait patterns seen in stroke pa- 
tients are circumduction, genu recurvatum, and spastic pa- 


Gait restoration is one of the major goalsin post-stroke reha- 
bilitation.For the planning of appropriate rehabilitation, the 
mechanism behind gait control should be understood. Spinal 
cord (central pattern generators) initiates rhythmic walking 
and the voluntary modifications are made by the cerebral 
cortex. In stroke patients, the cerebral cortex function is dis- 
rupted while that of the spinal cord is protected. Thus, the 
ability of the spinal cord of producing rhythmic walking can 
be used to reorganize the cerebral cortex to improve walking 
ability in post-stroke patients'!. Mirror therapy and motor 





Corresponding Author: 


India; Contact no: 9448441292; Email: suchetaps@nitte.edu.in 
ISSN: 2231-2196 (Print) 


Received: 11.05.2019 Revised: 24.05.2019 





Suchetha PS, Associate Professor, Nitte Institute of Physiotherapy, Nitte (Deemed to be University), Deralakatte, Mangalore-575018, 


ISSN: 0975-5241 (Online) 


Accepted: 05.06.2019 








Ueci renan a a | 
Int J Cur Res Rev | Vol 11 + Issue 11 «June 2019 


Hatwar et.al.: Combined effectiveness of mirror therapy and motor imagery on gait in stroke patients 


imagery are such methods which help in reorganizing the 
motor cortex. 


Mirror therapy is a type of intervention which creates a re- 
flection of the non-affected limb by using a mirror to trick 
the brain to think that movement has occurred in the affected 
extremityľ!. Mirror therapy is based on the principle of visu- 
al illusion. Mirror therapy works by activating the ipsilateral 
motor cortex and the premotor and sensorimotor areas which 
control contralateral movements. This enhances communi- 
cation between the hemispheres and results in appropriate 
motor recovery. Mirror therapy has proved to be effective for 
the recovery of the upper limb after stroke. Studies regarding 
the effectiveness of mirror therapy on lower limb recovery 
after stroke are few!”!. 


Motor imagery is a type of therapy in which the patient 
rehearses the movement without actually performing it). 
More recovery is seen when motor imagery is followed by 
the performance of physical activities. Systematic reviews 
done earlier have demonstrated that motor imagery enhances 
upper extremity functions in stroke patients. Recently motor 
imagery associated with lower limb functions has also been 
investigated and is found to be effective"! 


The retrieved works of literature have proved that mirror 
therapy and motor imagery are effective in improving the 
motor functioning of the upper limb and lower limb after 
stroke?!, Mirror therapy and motor imagery are proved to 
be effective in improving gait function when given isola- 
tion". Though, there are several studies done on the use 
of mirror therapy on upper limb function in a stroke patient, 
very few studies done on the effectiveness of lower limb 
mirror therapy. Also, there is paucity in the literature on the 
combined effect of mirror therapy and motor imagery on gait 
in post-stroke patients. Therefore, this study has been taken 
up to evaluate whether mirror therapy has additional effec- 
tiveness combined with motor imagery in the improvement 
of post-stroke gait. 


METHODOLOGY 


Approval from the scientific committee and institutional eth- 
ics committee was obtained before the commencement of the 
study. Participants with stroke were recruited from Justice K 
S Hegde charitable hospital, Mangalore. These participants 
were screened based on inclusion criteria and consent was 
taken from selected participants. The participants were in- 
cluded based on the following criteria: a) Patients who are 
less than 6 months post-stroke b) Age- 45-65 years c) Abil- 
ity to walk with minimal assistance (functional ambulation 
category less than or equal to 3.) d) No remarkable cogni- 
tive deficit (an outcome more than 25 on mini-mental status 
examination). The exclusion criteria were: a) Any muscu- 
loskeletal disorder impeding lower limb functionb)Any ne- 


glect of space on the affected side, or any other neurological 
disease or auditory or visual c) Any psychiatric disorders. 


The participants were divided into two groups. Group A was 
given 15 minutes of mirror therapy,15 minutes of motor im- 
agery and 30 minutes of conventional treatment whileGroup 
B was given 15 minutes of motor imagery and 45 minutes 
of conventional treatment. The interventions were given for 
2 weeks (5 days a week). Fugl Meyer assessment of lower 
extremity (FMA-LE) and Dynamic Gait Index (DGI) val- 
ues were taken at baseline and after 2 weeks of intervention 
(Figure 1). 


In mirror therapy, the patient was made to sit and a mirror 
was mounted in between the legs of the patient in such a way 
that the paretic leg was on the non-reflective side of the mir- 
ror while the non-paretic limb was facing the reflective side 
of the mirror. The patient was made to perform the following 
exercises using the non-paretic leg (Figure 2 and 3): 


e Hip flexion 

e knee flexion 

e ankle flexion 

e Knee extension with ankle dorsiflexion 
e Full knee flexion 


Components of gait which were missing were fo- 
cussed more. 


In motor imagery therapy, the patient was made to sit on a 
chair with eyes closed in a quiet room. He was then made 
to listen to motor imagery scripts through headphones. The 
patients were made to imagine all gait specific lower limb 
movements (Figure 4). The scripts were recorded in local 
languages. 


Conventional treatment was given according to patient’s 
requirements which included stretching, active and passive 
range of motion exercises, weight bearing, balance and coor- 
dination exercises. 


RESULTS 


SPSS software version 16.0. was used to assess the data ob- 
tained. To compare the pre and post measurements for Dy- 
namic Gait Index(DGI) andFugl Meyer Assessment -lower 
extremity (FMA-LE), paired ‘t’ test was used for group A 
and Group B. To compare the effectiveness of intervention 
between two groups, independent sample ‘t’ test was used. 
The p-value less than 0.05, was regarded as significant for 
the study. 


The comparison of age distribution between the two groups 
was done using the independent t-test. The mean age for 
group A is 57.42+8.03 and for group B is 52.95+9.16.The 
p-value is 0.118 which is not statistically significant. Hence, 
age was homogenously distributed (Table1) 
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The comparison of gender distribution between group A and 
group B was done utilizing chi-square test. The p-value is 
0.118 which is not statistically significant. Hence, gender 
was homogenously distributed between the two groups (Ta- 
ble 2). 


Within the group analysis for the outcome measures DGI and 
FMA-LE was done using a paired t-test (Table 3). 


For Group-A, Pre DGI, mean value is 9.3144.40 and Post 
DGI mean value is 18.84+3.26. On comparison of the mean 
values of Pre DGI and Post DGI, the mean values of Post 
DGI are higher with a difference of 9.125. The p-value is 
less than 0.001 which is statistically significant. Pre FMA- 
LE mean value is 74.44+3.18 and Post FMA-LE mean value 
is 81+4.25.On comparison of the mean values of Pre FMA- 
LE and Post FMA-LE, the mean values of Post FMA-LE are 
higher with a difference of 6.563 and the p-value is less than 
0.001 which is statistically significant. 


For Group-B, Pre DGI mean value is 18+10.11 and Post DGI 
mean value is 18+21.28. On comparison of the mean values 
of Pre DGI and Post DGI, the mean values of Post DGI are 
higher with a difference of 11.167 and the p-value is less 
than 0.001 which is statistically significant.Pre FMA-LE 
mean value is 75.67+4.39 and Post FMA-LE mean value is 
83.0643.94. On comparison of the mean values of Pre FMA- 
LE and Post FMA-LE, the mean values of Post FMA-LE are 
higher with a difference of 7.389 and the p-value is less than 
0.001 which is statistically significant. 


























Between the group comparison for DGI was done using an 
independent t-test (Table 4). 


Comparison of the Pre DGI between the two groups shows 
that Pre DGI is higher in group B (mean=10.42+5.54) with 
a t value of -0.319. The p-value is 0.752 which is not sta- 
tistically significant.A comparison of the Post DGI between 
the two groups shows that Post DGI is higher in group B 
(mean=21.2843.73) with a t value of -2.345. The p-value 
is 0.025 which is statistically significant. A comparison of 
the DGI difference between the two groups shows that DGI 
difference is higher in group B (mean=11.17+4.55) with a t 
value of -1.725. The p-value is 0.097 which is not statisti- 
cally significant (Graph 1) 











Between group comparison for FMA-LE was done using in- 
dependent t-test (table 5). 


Comparison of the Pre FMA-LE between the two 
groups shows that Pre FMA-LE is higher in group B 
(mean=75.54+4.28) with a t value of -1.044. The p-value is 
0.303 which is not statistically significant. Comparison of 
the Post FMA-LE between the two groups shows that Post 
FMA-LE is higher in group B (mean=83.06+3.94) with a 
t value of -1.46. The p-value is0.154 which is not statisti- 
cally significant. A comparison of the FMA-LE difference 








between the two groups shows that the FMA-LE difference 
is higher in group B (mean=7.39+3.18) with a t value of 
-0.831. The p-value is 0.412 which is not statistically signifi- 
cant (Graph 2). 





DISCUSSION 


Cerebrovascular accidents or stroke may occur either due 
to blood clots which impair blood flow to the brain or any 
trauma which ruptures the blood vessels causing leakage of 
blood around the brain. It can adversely disrupt the function- 
ing of the limbs which in turn causes restriction of activ- 
ity and participation in day to day life. Disability caused by 
stroke may persist lifelong if proper rehabilitative measures 
are not taken. 


In the present study, Group A received only motor imagery 
for lower limbs while group B received both motor imagery 
and mirror therapy for lower limbs for 2 weeks. 


Previously, studies have been done in which mirror therapy 
was combined with other forms of therapies such as action 
observation therapy, neuromuscular electrical stimulation. 
Lee et al suggested that action observation therapy and mir- 
ror training with conventional rehabilitation significantly 
improved patient’s gait!'?). Xu et al demonstrated that mir- 
ror therapy combined with neuromuscular electrical stimula- 
tion caused improvement in spasticity and walking ability of 
stroke patients!'3!, No study is being done till now combining 
mirror therapy with motor imagery. So, this study was taken 
up. 


In group A (MI), there was significantly improved both gait 
and motor function of lower limbs after 2 weeks of interven- 
tion. Both DGI and FMA-LE showed statistically significant 
differences (p-value <0.001) after within the group analysis. 


In group B (MI+MT) also, a statistically significant differ- 
ence was seen in both DGI and FMA-LE values (p-value 
<0.001) after 2 weeks of intervention after within group 
analyses.Thus, motor imagery alone or with combination 
with mirror therapy improved gait and lower limb function 
in post-stroke patients. 


The improvement which is seen in motor function and gait 
by motor imagery is supported by Lacourse et al, who sug- 
gested that the cortical and subcortical motor areas are si- 
multaneously activated during motor imagery learning 
which indicates that motor imagery is effective in rehearsing 
and learning skilled movements!"4!, 


Also, Oostra et al suggested that motor imagery may have 
a beneficial effect on enhancing gait function in sub-acute 
stroke which is matching the results of this study; however, 
longer-term confirmation is required", However, a meta- 
analysis done by Guerra et al reported a high heterogeneity 
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in methodological quality of the included randomized con- 
trol studies and conflicting results. They concluded that more 
high-quality studies and greater standardization of interven- 
tions are needed to determine the value of motor imagery for 
persons with stroke"), 


Improvements which are seen in gait and function due to 
mirror therapy are supported by Arya et al, who demonstrat- 
ed that activity-based mirror therapy accelerates lower limb 
motor recovery and reduces gait deviations amongst chronic 
poststroke subjects"). 


A systematic review by Li et al demonstrated that the use 
of mirror therapy in addition to some form of rehabilitation 
appeared promising for some areas of lower limb function, 
which is similar to the results obtained in this study, but there 
is no sufficient evidence to suggest when and how this ther- 
apy should be given", 


In the present study, when the DGI difference was com- 
pared between the two groups, it was found that the DGI 
difference was higher in group B (mean=11.17+4.55) than 
group A (mean=9.13+1.99). But the difference was not sta- 
tistically significant (p value=0.097>0.005). Also, when 
the FMA-LE difference was compared between the two 
groups, it was found that FMA-LE difference was higher in 
group B (mean=7.39+3.18), than group A (mean=6.56+2.5). 
But the difference was not statistically significant (p val- 
ue=0.412>0.005). Hence, it can be concluded that the combi- 
nation of mirror therapy with motor imagery has not caused 
any additional improvement on gait and lower limb function 
in stroke patients. Thus, it can be inferred that the combina- 
tion of mirror therapy with motor imagery is equally effec- 
tive as motor imagery alone in improving gait and function 
in stroke patients. 














CONCLUSION 


The present study demonstrates that motor imagery com- 
bined with mirror therapy improved gait and lower limb 
function in stroke patients. Also, motor imagery alone im- 
proved gait and lower limb function in post-stroke patients. 
When the results of both the groups were compared with 
each other, there was no statistically significant difference. 
But on comparing the mean difference of both the groups, 
motor imagery combined with mirror therapy was superior 
to motor imagery alone. 


Hence, it can be inferred that the combination of mirror 
therapy with motor imagery is equally effective as motor im- 
agery alone in improving gait and function in stroke patients. 


LIMITATIONS 


e The study had a small sample size 


¢ The intervention period was only for two weeks 
e long term follow up was not taken 


Scope for Future Work 


e A similar kind of study can be carried out with large 
sample size. Also, the interventions can be given for 
a longer period. 


e A follow-up study can be conducted to determine the 
long-term effects of the interventions. 


¢ Further studies can be conducted comparing mirror 
therapy with motor imagery 
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Figure 1: Flow diagram of the study. 


Table 1: Age distribution between the two groups 


16. Li Y, Wei, Q, Gou W, He C. Effects of mirror therapy on walk- 
ing ability, balance and lower limb motor recovery after stroke: 
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Figure 2 and 3: Patients performing lower limb movements by 
looking into mirror. 





Figure 4: Patients made to listen motor imagery scripts 
through earphones. 











AGE 





Female 
Male u 





GROUPA DGI (24) Pre 
DGI (24) Post 
FMA-LE (86) Pre 
FMA-LE (86) Post 


GROUP A 
GROUP B 


19 
19 


Table 2: Gender distribution between the two groups 


57:9 


Table 3: Within the group analysis og DGI and FMA-LE 


16 9.31 4.408 
16 18.44 3.265 
16 74-44 3183 

16 81 4.258 


-9.125 


-6.563 


8.03 1.601 36 0.18 


9.162 






15.8 3-199 0.118 


-18.288 15 <0.001 


1.996 


2.529 -10.38 15 <0.001 
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Table 3: (Continued) 


GROUP B_ DGI (24) Pre 18 10.11 5.529 -11.167 4.554 -10.404 17 <0.001 
DGI (24) Post 18 21.28 3.739 
FMA-LE (86) Pre 18 75.67 4393 -7.389 3.183 -9.847 17 <0.001 


FMA-LE (86) Post 18 83.06 3.948 


Table 4: Between the group comparison of DGI 


DGI (24) Pre GROUP A 19 9.89 4.593 -0.319 36 0.752 
GROUP B 19 10.42 5.541 

DGI (24) Post GROUP A 16 18.44 3.265 -2.345 32 0.025 
GROUP B 18 21.28 3.739 

DGI DIFFERENCE GROUP A 16 9.13 1.996 -1.725 23.878 0.097 
GROUP B 18 11.17 4.554 


Table 5: Between group comparison of FMA-LE 






FMA-LE (86) Pre GROUP A 19 74.47 3.08 -1.044 36 0.303 
GROUP B 19 75-74 4.28 

FMA-LE (86) Post GROUP A 16 81 4.258 -1.46 32 0.154 
GROUP B 18 83.06 3.948 

FMA-LE DIFFERENCE GROUP A 16 6.56 2.529 -0.831 32 0.412 
GROUP B 18 7.39 3.183 


DGI DIFFERENCE 
FMA-LE DIFFERENCE 


2 11.17 
ki 7.39 
10 9.13 74 i 
8 7.2 


e o 
faa 
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N 


GROUPA GROUP B GROUP A GROUP B 


Graph 1: DGI difference between the two groups. : 
Graph 2: FMA-LE difference between the two groups. 
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